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SURTLT: Change Proposal LAC#9, Fuel Flowmeter Installation 
starinte, en [TT 


= The “SPO has reviewed subject Change Proposal and after 
coordination with affected agencies, has decided not to incorpo- 
rato this change at this tim, 
This Chanvze Proposal is thereby cancelled, Should we decide 
to incorporate 2 change of this mature at some future date, ve 


will advise you. 
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